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The 2 narrow vertical spacing 
and 6-step pre-treatment process 
of Nylofor 3D are combined to 
create rigidity and durability in 
an aesthetically pleasing package. 
BRINGING с еге 
BEAUTY AND 


DURABILITY 


Nylofor 3D adds a sophisticated 
and highly secure finishing touch pe 
to your clients property. TO EVERY 
ENVIRONMENT 
YOU CREATE 


Standard heights of 4, 5, 6, 7, and 8'апа 
a variety of colors allow you to adapt 
Nylofor 3D to a wide variety of projects. 


WITH HEIGHT 
AND COLOR 
CHOICES 


lofor 3D's unique profile directs 

the eye to other important details 

of your design. 

THAT MAKE GREAT 
DESIGN AFFORDABLE. 


(ШШШ ple no FENCE SYSTEMS 


sntaining complete specifications а! 
contact Bekaert at 800-241-412¢ 
-421-8521 or write Bekaert Corporation 
уау, Building 500, Suite 100, 


ARCHITECTS ON A TIGHT BUDGET SPECIFY SUPRKING’ 
FOR SOME PRETTY, STRONG REASONS. 


Strong, beautiful, SuprKing brick 


can carry the load, even when your 


budget is tight. 

SuprKing is the single-width rein- 
forced structural brick engineered 
to cut building costs and save time. 

Choose SuprKing as an attractive 
alternative to wood, vinyl, stucco, 
steel and concrete bl xcellent 


KELIN] A MARLEY COMPANY 


for low-rise office buildings, retail 
centers, homes, and warehouses. 
It has the scale of traditional brick, 
in a wide variety of colors and 
textures, and no special tools | 
or skills are needed. | 
For some pretty, strong rea- 
sons, the value of SuprKing | 
looks better than ever. | 


Call today to receive your free 
technical overview. 1-800-414-4661. 


-SUprKing 


STRUCTURAL BRICK 


SHALE BRICK Sua 


Building the American Dream 
PO. Box 3547, Johnson City, TN 37602 
1-800-414-4661 


Circle No. 308 


Our business has changed 
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We are now focusing on your school 
furniture & equipment needs. 


ININ corporation 


Providing your educational facility with furnishings and equipment. 
For budgets, planning and specs, call 1-800-647-5333. 
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TENNESSEE, ARKANSAS, ALABAMA--Interstate School Supply and Equipment Co. 
GEORGIA, SOUTH CAROLINA -- Interstate School Suppliers 
LOUISIANA -- Interstate School Supply Co. 

MISSISSIPPI -- Mississippi School Supply Co. 

FLORIDA -- Interstate of Florida 


For your laboratory furniture needs, contact Sheldon Laboratory Systems. 


| A Hospital Like Home 


The Ritchie Organization based its design of the Cullman (AL) Regional Medical 


Center on imagery of a comfortable southern plantation home 


|| Patient Consideration 
Holly and Smith Architects’ design of Tangipahoa Parish’s two new public health 
units evokes a sense of rural Louisiana’s dignity and community pride 


Ie Design for Human Emotion 
[he collaborative efforts of Guidry Beazley Ostteen and JMGR yield an elegant 
solution in Lafayette’s Burdin Riehl Ambulatory Care Center 


| All That and Parking, Too 


Canizaro Trigiani Architects turn a parking garage into a work of art 
for St. Dominic Health Services in Jackson, Mississippi 


lb The Hospitable Hospital 


Edwin B. Cromwell, FAIA, enjoys a homecoming of sorts with his firm’s design 
for the Clay County Medical Center in his hometown of West Point, Mississippi 


lf The Architect as Patient Advocate 


Memphis’ JMGR tackles the notion that healthcare facility design should be based 
on what is most efficient for the medical staff 
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Food Facilities Consultants 
Food Program Master Planners 


Laundry Consultants 


Ewing, Cole, Cherry, Brott 
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WE HPPLY FOR 
HLL OPENINGS. 


If you've got an opening, we can fill it. 
With custom-built, high-performance 
windows, curtain wall systems, storefronts 
and entrances in any color and a wide 
variety of configurations. For more 
information, contact us at 1-800-221-4169 


or http://www.efcocorp.com on the 
World Wide Web 


EFCO 


CORPORATION 
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Afterall, it would be a pity to put an 
ordinary stove in an extraordinary kitchen. 


You invested in knives crafted of 


if inadvertently extinguished. A 
the finest steel and sinks fashioned closed-door, infrared broiler that sears 
of hammered brass. Sought out meats to restaurant-style perfection. 
copper mixing bowls and industrial- And a spacious convection oven that 
strength cookware. delivers precise, 
You even convinced steady heat. Select 
yourself that the models can include 
imported tile both a char-grill 
and griddle. 

The VGRC series 


from Viking Range. 


hand-glazed to 


match the marble 


countertops — was 


an absolute necessity. Anything less is merely a stove. 


For your extraordinary kitchen, For more information about Viking 
there is nothing less than the Viking freestanding and built-in cooking 
VGRC professional gas range. equipment, ventilation products, 

Eac h model 15 equipped with dishwashers, and food waste 


stainless steel burners that re- ignite disposers, simply write or call. 


Professional Performance for the Home 


Viking Range Corporation 
Dept. 130 111 Front Street Greenwood, Mississippi (MS) 38930 USA (601) 455-1200 Ext. 90 


Viking products are marketed under the Ultraline® brand name in Canada 


Many of us have had bad experiences in a hospital. We have been lost in а hospital's 
cold halls and found little space to call our own, with few amenities to refresh the 
human spirit. While no hospital stay can be considered a vacation, Cullman 
Regional Medical Center (CRMC) tested the success of their vision by putting out 


the welcome mat in the winter of 1995. The management, board, and medical staff 


challenged the architect to make this new state-of-the-art facility more like home 


Measures were taken to break the design mold of the existing hospital. 1 
become obsolete, no longer able to keep up with a growing population’s ne 
maternity, outpatient, and emergency care. The solution was a 114-bed replace 
ment hospital designed for convenience, flexibility, and efficiency 

The new facility was sited on 7 es of former farmland atop the crest of a 
ridge. Similar to a shady approach to a plantation home, the circular loop drive at 
CRMC provides easy access to the front door of the hospital and to separate 
entrances for outpatient services and physician offices 

Much like the southern plantation, a strong visual link is established betwe 
the main highway entrance gate and the hospital front door. A grand tree-lined 
orts visitors alon 


walkway directs all eyes forward. The north/south walkway 


a pleasant walk to the front door 1 the parking lot. The path continues beyond 
the front door and foyer converting itself into a “grand hall”, helping visitors find 


their way to the publ 


TIMOTHY HURSLEY 


Above: The brick and stone facade of 
CRMC provides a sense of strength and 
Abundant 


еситу $ promote 5а 


healing env n nt and hel 
orientation while providing pleasant 


views of the Cullman countryside 


ШИИТТЕРГЕ 


The southern front 
porch inspired the design 


of the building’s front fa 


| | 
cade \ meta sloping roo! 


over the main entry wel 
comes patients and visitors 
Columns line the exterior 
with “branches” reinforcing 
the imagery of the shaded 
porch 

This welcoming “front 
porch” is connected to out 
patient registration and the 
medical office building bya 
two-story main street or 
concourse running east 
west along the ridge. Another corridor runs parallel to the main 
street on the north side of the building, providing a circulation 
space for inpatients separate from the general public 

The building materials used are similar to those used in 
substantial southern homes. Brick and stone provide a sense of 
strength and security Abundant glass promotes a healing 
environment, helps orientation, and allows pleasant views of the 
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Cullman countryside. A landscaped inte- 
rior courtyard and the main entry to the 
hospital can be seen from the main street 
corridor. From the lobby living room, a 
two-story atrium faces north overlooking 
the dining room and the courtyard be- 
yond 

Private patient rooms and baths were 
planned to help preserve the dignity of 
each patient. Large windows in each room 
welcome natural light. The maternity 
center features single rooms with eight 
labor/delivery/recovery/post-partum 
suites, each with a stained glass interior 
window and natural, simulated hardwood 
floors. The critical care center is comple 
mented by overnight guest quarters for 
the convenience of friends and family trav 
eling from out of town 


————————————— 


Top: The cafeteria may also be used as a town 


meeting hall. Left: A landscaped interior court 


yard and the main entry to the hospital can be seen 
from the east-west “main street” corridor of the 


A — 
hospital 
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Although the hospital contains the comforts of a grand 
home, many departments have multiple uses and were planned Below: The southern front porch inspired the design of the 
for flexibility. The cafeteria may also be used as a town meeting building 's front facade. It is connected PO GUIPOR ENE теди” 
hall. Clinic areas are often shared by different multi-specialist ls is and thig сед: aee АШЫШ дуй АШУ 

i i concourse running east-west along the ridge. 
physicians and are strategically located next to emergency for 
overflow during local disasters. 

The 220,000 square-foot hospital and its site were planned 
to accommodate expansion with little disruption to ongoing 
operations. Hospital departments may be expanded to include 
additional outpatient and diagnostic services. A remote part of 
the site with a quaint pond was selected for the development of 
retirement community, and other sites for physician office build- 
ings. 

Cullman Regional Medical Center was designed and built 
remarkably in a 25-month period to provide quality and efficient 
care to a rapidly growing area. The $26 million facility encom- 
passes state-of-the-art technology and operational efficiency, yet 
remains harmonious with southern roots and surroundings—a 
place like home. Ф 
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Architectural Software for AutoCAD® 


Realize time savings, increased productivity, 
and outstanding value. 


Support your architectural design process. 
Create production drawings and design visualizations. 


¢ Uses industry standard layering formats or create 
your own, 

* ARCHT comes with over 2,100 pre-defined blocks in 
plan, elevation, and 30. 


* On-line help, manuals and tutorials. 


ARCHT enhances AutoCAD with a thoughtful, comprehensive 
design philosophy based on the components and assemblies 
of a building. You conceive the idea, then use ARCHT 
to leverage the production of drawings, models, and 


3D - Design Visualization 
ARCHT works with popular 
rendering software. 


documentation. 
While AutoCAD works with lines, arcs and circles, architects Basic System Requirements 
think in terms of walls, windows, and doors. We designed AutoC; 


DOS, Windows™ • Apple Macintosh® 


ARCHT to bridge this gap using these building metaphors. Sun SPARCstation® and other UNIX™ platforms 


When a design element changes, you simply edit the ARCHT 
component. We call this design philosophy “Draw it Once.” 


ETV. suor — 


6601 NE 78th Court, A-8 • Portland, Oregon 97218 · USA 
800-458-0690 / 503-252-3230 / Fax 503-252-3668 


ARCHT and Draw it once! are registered trademarks of KETIV Technologies, Inc., Portland, Oregon, USA. All other product 
names are trademarks of their respective companies. 
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TANGIPAHOA PARISH HEALTH UNIT 
H TANGIPAHOA а HEALTH CENTER 
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Louisiana, like much of the Gulf States region, is dotted with small rural 
communities where the people make their living as farmers, fishermen о! 
working in a variety of manufacturing plants. People do not have easy 
access to major medical centers nor do they have the financial resources for 
costly private healthcare. In these communities it is often the local public 
health unit that provides healthcare services at an affordable cost. The two 
projects presented here illustrate an approach to the design of these facilities 
where patient considerations, a sense of dignity and community pride are 
all of primary focus 
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Above: Clarity of circulation and a clear separation of services were primary goals in the 
design of the South Tangipahoa Health Center. Below: The architects established a 
defined circulation pattern with a major patient waiting are a located in a central atrium 
~ — 
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TANGIPAHOA PARISH HEALTH UNIT 


n order to meet the healthcare needs of their rural 


community, the Tangipahoa Parish Council asked 
Holly and Smith Architects, Inc. to design a new 
11,000 square foot public health unit in Amite, 
uisiana. The program called for a full variety of 


„С 
realth services with emphasis on efficiency, privacy 
and patient considerations. The site and program 
set up a strong axial plan where a dominate circula- 
tion spine becomes the organizing element of the 


building layout. Subwaiting spaces are located off 
this main corridor creating a clear separation of 
services and allowing efficient processing of patient 
needs, The circulation spine is architecturally ex- 
ing with a strong focus at the main entry. A variety 
of materials, color and light patterns provides a 
feeling of warmth and vitality to the interior. 


SOUTH TANGIPAHOA PARISH HEALTH CENTER 


In this project, Holly and Smith Architects were 
asked to design the centerpiece building for a 
twenty-one acre development planned for other 


HOLLY AND SMITH ARCHITECTS (2) 


public heath related 
projects. This building is 
one of the largest public 
health facilities in the state; 
therefore clarity of circu- 


Above: At the Tangipahoa Parish Health Unit in Amite, the 
main corridor is architecturally expressed as a continuous 
peaked roof form. Left: The extensive use of glass block 
allows natural light into all waiting areas, thereby softening 


the interior. Below: The architects based their approach on 


; the “circle within a square” concept 
lation and a clear separa- e W quare concep 


tion of services were pri- 
mary goals. The architects 
established a defined cir- 
culation pattern based on 
the “circle within a square” 
concept with a major patient waiting area located in 
acentralatrium. This central atrium is identified by 
a raised lantern protruding through the roof allow- 
ing natural light to flow into the area. Materials and 
finishes were selected for durability and to create an 
environment that is lively yet dignified and com- 
forting. An extensive use of glass block allows 
natural light into all waiting areas thereby softening 
the interior. The concept of the floor plan is 
reflected in the exterior form where the square 
incised ina circle is reinforced through contrasting 
patterns of brick and block masonry. 

In both projects the architects have brought a 
sense of order and architectural enhancement to a 
difficult building type. Each project is successful in 
providing the needed healthcare services in a man- 


ner which combines dignity and delight and as 
such has become a source of pride within its com- 
munity. @ 
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BURDIN RIEHL AMBULATORY CARE CENTEF HOSPITAL 
QUISIANA 


GUIDRY BEAZLEY OSTTEEN AND INCR, INC,, ARCHITECTS 


BY DOUGLAS ASHE, M 


Lafayette, Louisiana, located in the heart of Cajun coun- 
try, offers a rich cultural heritage and strong economy 
combined with a lively college-town atmosphere. For 
these reasons Lafayette enjoys a steady influx of young 
people and new families to the area. To meet the 
healthcare needs of this growing population and to 
address today’s changing delivery of healthcare services, 
Lafayette General Hospital recently constructed the Burdin 
Riehl Ambulatory Care Center to handle its outpatient 
services. The hospital selected Memphis-based JMGR, 
Inc. as prime architect, a regional firm with extensive 
experience in healthcare design, in joint venture with the 
local firm of Guidry Beazley Ostteen (GBO), local archi- 
tects with a reputation for quality professional services 

The team was challenged with a complex program, a 
tight budget and a very restrictive site. Key design issues 
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Top: A monumental stair provides clear direction up to the 
main reception area, which is bathed in diffused light, filtered 
through a sculptural curved glass block wall. Above: The 


entrance facade is composed of a series of sculptural forms and 


colonnades constructed of a variety of materials and textures 


ALAN KARCKMER (2) 


Above: The difficult site, an odd shaped piece of 
property bordering a major thoroughfare, dictated the 
layout of the building. Successful resolution of the siting 
dilemma has become the completed project's chief 
strength. Below: Patient service areas are made 
comfortable through colors, patterns and natural light 


included a desire to 
project a friendly im- 
age, provide flexibility 
for the future, and pro- 
vide easy circulation 
for both cars and pe- 
destrians. The diffi- 
cultsite, an odd shaped 
piece of property bordering a major thoroughfare, dictated 
the layout of the building. Successful resolution of the 
siting dilemma has become the completed project’s chief 
strength. 

The architects considered human emotion through- 
out the complex. The Centers main entrance, oriented 
across from the Hospital, provides a welcoming feeling, 
with its clear sense of arrival and convenient drop-off for 
patients and visitors. The entrance facade is composed of 
a series of sculptural forms and colonnades constructed of 
a variety of materials and textures. The scale of the building 
is comfortable; the composition, varied and vital. Native 
landscaping adds warmth and color. A second level bridge, 
connected to the Hospital, allows easy circulation for 
patients and staff. The long facade bordering the busy 
street is solid in appearance but its textured multi-colored 
brickwork and stepped-back forms provide an interesting 
and identifiable image to the passers by. Anew multi-level 
garage adds convenient parking for visitors and staff. 

Comfort extends into the interior of the four-story 
building. As one enters the building a monumental stair 
provides clear direction up to the main level. The main 
reception area located on the second level is spacious and 
bathed in diffused light that is filtered through a sculptural 


curved glass block wall. Clinics and patient services are well 
planned and efficient, made comfortable through colors, pat- 
terns and natural light. The building is strategically planned for 
expansion: its structure can accommodate additional floors. 

The Burdin Riehl Ambulatory Care Center has been well 
received since its opening in the Fall of 1994. Visitors enjoy th 
extra attention given to design and the staff appreciates th 
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warm and comfortable working environment. Working in close 
collaboration with the Hospital staff, the team of two regional, 
complementary architectural firms, JMGR and GBO, has pro- 
duced a well-designed building focused on the needs, conve- 
nience, and comfort of patients and their families. @ 


Sound & Video 
Rigging & Drapery 
Lighting & Dimming 
Acoustics & Noise Control 
Theatre Safety Assessments 


Crawford + Friend 
3003 Bledsoe Street 
Fort Worth, Texas 
76107 · 2905 
817 · 336 · 8886 


INDEPENDENT THEATRE CONSULTANTS 
PROVIDING DESIGN SERVICES 
FOR NEW FACILITIES AND RENOVATIONS 


Specializing In Performing Arts Technology And Planning 


Full Time Faculty Position Available 
Assistant Professor 


The faculty of Architecture at the Polytechnic University of Puerto Rico 
in Hato Rey, San Juan, Puerto Rico, invites applications for an Assistant 
Professor [full time faculty position] beginning September 15, 1996, 
to teach courses in the areas of architectural design, architectural 
theory, post colonial theory, visual culture, and development of 
digitized architectural publications. Salary for the 12 month academic 
year is $29,400 (four quarters in the academic year). 


Applicants are required to have: 
» Master of Architecture (2nd professional degree) 


» Full written and verbal command of the Spanish 
and English languages 


Architecture degrees and the names of three references in the 
profession should be addressed fo Prof. Jorge Rigau, Director, 
Department of Architecture, Universidad Politecnica de Puerto Rico, 
377 Ponce de Leon Avenue, Hato Rey, Puerto Rico 00918. 


The Universidad Politecnica de Puerto Rico is an 
Equal Opportunity/ Affirmative Action Employer. 
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How сап a garage become a work of art? Canizaro 
Trigiani Architects in Jackson, Mississippi, solved 
the problem and wona design award in the process 

St. Dominic Health Services ,a major healthcare 
provider for the Jackson, Mississippi area, had 
outgrown its original site by 1991. The recent 
completion of a major medical office complex 
strained the parking supply. Building sites for 
future construction were difficult to fine 

Because of these pressures, the hospital ac- 
quired property to the north across Lakeland Drive 
Canizaro Trigiani Architects was selected to 


masterplan the property and to develop a solution 
to the parking problem. The property included an 
existing hospital facility and adjoined a residential 
neighborhood 

The architects developed numerous masterplan 
options for the new and existing campus. An 1100 
space parking garage was a critical part of the 
masterplan. To preserve open space on the original 
campus, the parking garage became the first con 
struction on the new campus—a highly visible 
symbol of growth and progress. & pedestrian 
skywalk connects the garage to the existing facility 
across Lakeland Drive 

Working closely with Hensel Phelps Construc- 
tion Company, the architects designed the garage 
Using the 
natural topography of the site, the entry is located 
on the third level of the seven level garage. The 


structure is post-tensioned concrete. The project 


to be user-friendly and cost efficient 


was designed and built in six months, a remarkably 
$5,100 per car 
The building design takes its clues from its use 


short time, at a cost of 


The building grid of precast concrete is set by the 


width of the parking spaces. The grids vary on 
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adjacent elevations and are held apart at the 
corners to reduce the apparent bulk of the 
building 
borhood, the building steps down to one level 


Adjacent to the residential neigh- 


above grade, while the elevation facing the 
interstate highway becomes a large-scale pat- 
tern 

In contrast to the solidity of the garage, 
the skywalk is composed of small steel tubes 
Transparency is emphasized. “Z”-shaped pur- 
lins (thin steel beams) form a sunscreen along 
the length of the walkway. The handsome 
structure, a building whose design is usually 
left to lowest cost and straightest lines, rises 
above expectations. In 1995, the Gulf States 
Region of the American Institute of Architects 
rewarded the designers’ efforts with an honor 
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ST. DOMINIC'S PARKING GARAGE 
JACKSON, MISSISSIPPI 
CANIZARO TRIGIAN! ARCHITEC 


BY TOM ШЇЇ ЇЇ 
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Intensive Care Unit. 


You're looking at the latest in state-of-the-art 


health care technology. 

ts a zonal cooling and heating unit. Health Care 
facilities everywhere are making the switch to zonal 
units for two very vital reasons 

First, with their individual control and quiet oper- 
ation, they can enhance the comfort and well-being of 


your patients. Second, with a wide array of designs 


available, you can find a zonal unit to fit any room, 


as well as any budget 

Better still, Entergy will provide free assistance 
in planning your system, whether the facility is new or 
old. Our technical expertise is available to help select 
equipment and run operating cost projections, too. 
We can even help with financing. 

Find out how much we care at Entergy. Call 
504 923-0383 today for information on zonal cooling 
and heating 


= ENTERGY 


Why would a small rural community 
like West Point, Mississippi go to 
Little Rock, Arkansas to hire an archi- 
tect? Partly because of family ties that 
date back to the turn of the century 
Edwin B. Cromwell, FAIA, Chairman 
Emeritus of Cromwell Architects En- 
gineers, grew up in this rural Missis- 
sippi town; his family returned here 
from the Philippines in the early 
1900's. 

(In the early thirties, during the 


CROMWELL ARCHITECTS-ENGINEERS 


Great Depression, Cromwell prac- 
ticed architecture in West Point fora 


short period of time with Dudley 
White. Cromwell quips, “We did a 
back porch or two; there wasn’t much 
architecture being done those days; 
it was the Depression.”) 

However, the job wasn’t just 
Cromwell's 
Cromwell had retired about ten years 
earlier and was practicing at a lei- 


handed to firm. 


surely pace. Cromwell's experience 
did help the firm to get to the 
list” in a field of six firms, which 


‘short- 


included three of the top ten health 
care design firms in the nation 

At the time, the firm had devel- 
oped a sophisticated system of ob- 
jective criteria to assist in site selec- 
tion, which was a very important 
component of the services to be pro- 
vided. This, plus the firm’s design 
reputation, got the job for Cromwell, 
according to Mike Reid, President of 
Clay County Medical Center. 

Five sites were evaluated. Even 
though the sixty bed hospital would 


not require much land, a vision for 
future facilities was in place. A 
twenty-acre site was selected and 
masterplanned for a medical center 
campus, which included medical 
offices, medically-related retail and 
even high density housing 

The facility was designed to re- 
duce the number of professional per- 
sonnel required to an absolute mini- 
mum without sacrificing patient care. 
The requirements also dictated that 
the facility be responsive to the 
changes in the delivery of health 
care, such as the increasing need for 
outpatient services and ambulatory 
care 

The site twenty acres, treeless, 
rolling farm land had а natural 
“saddle back” land formation slop- 
ing from north tosouth. The “saddle 
back” and slope of the land permit- 
ted a split-level solution: a lower, 
partial story and an upper one, with 
on-grade access to both levels 

The main entrance at the lower 
level leads to the central atrium. 


Top: Glass blocks are one of a series of design elements intended to maximize lighting 


efficiency. Left: The overall design draws heavily on elements found at historic Waverly 


Plantation. Upper right: No artificial lighting is required at work areas within the atrium 


or at the nurses’ workstations during daylight hours. 


Here one finds all ad- 
ministrative func- 
tionsanda generous, 
gently sloping ramp 
to the upper leve 
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At Ed Cromwell's 
suggestion, the de- 
sign drew on ele- 
ments of one of the 
most historically sig- 
nificant structures in 


the region, Waverly Plantation, just 
outside West Point and only a few 
miles from the hospital 

ike Waverly, the hospital's 
skylit atrium, with its clerestory 
monitors, is the central element 
around which all spaces are orga- 
nized, All patient rooms either face 
it or are oriented to the outside with 
private balconies. The atrium’s de- 


sign demanded foresight; it preceded 
provisions of the NFPA Life Safety 
Code 101 for the allowance of atrium 
spaces in acute care hospitals. The 


Mississippi Health Care Commis- 
sion worked closely with the archi- 


tects and engineers in the design of 


the space. The Commission realized 
that it would not only be a significant 
architectural element, but also an 
energy conserving device 

Natural daylighting is also pro- 
vided to other public areas and to 
individual nursing modules through 
pyramid shaped skylights. The west 
and south pyramid faces contain 
translucent panels; the cooler north 


and east faces are glazed with clear 


panels. Asa result, 
no artificial lighting 
is required at work 
areas within the 
atrium space or the 
nurses’ workstations 
during daylight 
hours 

This small, rural 
community with a 
population of 
20,000 defies a national trend of 
closing small rural medical facilities. 
Design played a part. During the 
design process, constant attention 
was given to creating an inviting 
public environment in a commu- 
nity-oriented facility. Mike Reid 
“The beauty, openness and patient- 
friendly design, the atmosphere, 
compactness and efficiency of the 
hospital are absolutely marvelous 
People tell us the environment is 
uplifting and feels more like a resort 
or hotel than a hospital”. ф 
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Nashville: Richard Smith/615-254-8507/PO Box 101400/Nashville 
Tulsa: Tony Turner/800-836-01 18/6916 East 12th Street/Tulsa, OK 74112 

Jackson, TN: Glenn Weaver/800-238-2001/PO Box 2705/Jackson, TN 38302 


Ооп“ be Alarmed. 


When it’s time to consider the detail and installation of 
fire protection systems for your next project, don’t panic. 


Superior Fire Protection knows fire abatement systems. Wet pipe, 

dry pipe, pre-action, quick action deluge, anti-freeze and gas detection 
systems are all a part of our experience, for projects from 1,000 to 
1,000,000 square feet. We utilize AutoCAD workstations to develop 
solutions to the most difficult situations. And we back it up with top- 
notch fabrication and installation crews and outstanding field service. 


Superior Fire Protection, Inc. 


Nashville + Tulsa • Jackson, TN 


or to inquire about your next project, с 


TN 37224 


Clarifying the role of the architect in healthcare 


design, Memphis architect David Rhodes, FAIA, 


says 


In the past, facilities have been largely pro- 


vider-driven--what’s the most efficient for the doc- 


tor or the nurse 


on a committee, 


so the architect has to be 


Typically you don't have a patient 


the 


advocate for the real customer, which is the pa- 


ment 


Rhodes, a principal in a large Memphis archi- 


tectural firm, speaks from expe 
a merger in 1983 


rience. The 


result of 


IMR architects combined the 


expertise and regional interests of two major Mem- 


phis firms with well-establ 


healthcare, The firm’s 
China to Germany, ine 
ants and joint ventures 
theare, 


changing needs of hea 


vices in programming, р! annir 


ning, and engineering in addi 


ect 


tural design o 
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Medical 


square foot la 


the pro 


Bennett Johnston 


Center in New 


oratory researc 


a modular system organized on 


utilities and service corridors c 
The design includes an atriu 
wayfinding,” an aspect the 
easy public accessibility to р; 
The top three floors were bui 
for future use 
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MIM STUDIOS 


of the existing building 
AIA 
design it 


As principal Walk Jones 
describes it, “One of the problems was to 
so il looks good now and W ill look good 
when it’s finished. It’s halfa building but it doesn’t 
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IEMPHIS, TENNESSEE 


BY ANGIE KING, ЇЇ 


look like half a building 


А 40,000 square-foot emergency room addi 
tion at Magnolia Hospital in Corinth, Mississippi 
was programmed 
not only to pro- 
vide additional 
birthing rooms 
but also to accom 
modate the grow 
ing rural popula 
tion as a whole 
with an accessible 
ambulatory 


care 


facility. Combin 


ing a fe el of mod ALAN KARCHMER 
ern medicine in the comfort of 
the existing medical center, a 
glass curtain wall across the 
front of the brick structure 
provides a reference point for 
patients day and night. Typi 
cal of the clear organization 
found in JMGR’s work, the 
circulation for public and staff 


is а series of separate Cor ridors 


es of JMGR’s healthcare-related work. Top: Ihe 40,000 square foot emergency 
Magn 


and walkways 


ALAN KARCHMER 


Three exar 


lia Hospital in Corinth, Mississippi. Middle: The Ambulatory Care 


Center at Tulane University Medical Center. Bottom: The J. Bennett Johnston Health and 


Environmental Research Building at Tulane 
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Gone are the days when the long- 
term cost of energy can be dismissed 
in a building project. Electricity, while 

ever so easy to specily, has become 
a wolf in lamb’s clothing. Thats why 
so many architects and builders 

are breaking from the flock and 


making the move to natural gas. 


Natural gas costs far less to use. 
There's plenty of it. It’s environmentally 
friendly. You can use it to heat and 

cool the air. You can use it to warm 

the water. You can even use it to 


generate electricity! 


So let your competitors keep baa-ing 
up the wrong tree. Specify natural 
gas and be assured your clients 


will become even more арргес1айув 


of your foresight with every day in the 
life of their building — with every 


dollar they save in energy costs 


Natural gas. It's the energy 


of the future 


\ ARKLA b | 
ANor Д Enency Compan 
Call Rocky Ford, P.E. at 501 377-472¢ 


Mississippi Valley 
Gas Company® | 


Call Amy Smith at 601 961-68 ff 


